Whitney  Museum  of  American  Art  at  Equitable  Center 

787  Seventh  Avenue 

New  York,  New  York  10019 

(112)554-1000 

Hojirs 

Monday-Friday,  11:00  a.m. -6:00  p.m. 
Thursday,  11:00  a.m. —7:^0  p.m. 
Saturday,  12:00  noon-5:oo  p.m. 
Free  admission 

Gallery  Talks 

Monday-Friday,  12:30  p.m. 
Tours  by  appointment 


The  Museum  and  its  programs  are  funded  by  The  Equitable. 


You  are  cordially  invited  to  the  opening  reception  for 


ELEMENTS:      FIVE  INSTALLATIONS 

at  the  Whitney  Museum  of  American  Art  at  Equitable  Center 
and  the  Whitney  Museum  of  American  Art  at  Philip  Morris 
Thursday,  December  17,  1987    6:30-8:30  p.m. 

Whitney  Museum  of  American  Art  at  Equitable  Center 
787  Seventh  Avenue  between  51st  and  52nd  Streets 

Whitney  Museum  of  American  Art  at  Philip  Morris 
Park  Avenue  at  42nd  Street 
Park  Avenue  entrance 

Transportation  will  be  provided  between  the  two  museums  during  the  reception. 
Admission  by  invitation  only    This  invitation  admits  two 

Whitney  Museum  of  American  Art  at  Equitable  Center 
December  7,  1987— January  27,  1988 


Whitney  Museum  of  American  Art  at  Philip  Morris 
December  18,  1987-February  18,  1988 


Petah  Coyne    Installation  at  the  Whitney  Museum  of  American  Art  at  Equitable  Center 


Peter  Shelton    Installation  at  the  Whitney  Museum  of  American  Art  at  Philip  Morris 
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Mineko  Grimmer    Installation  at  the  Whitney  Museum  of  American  Art  at  Equitable  Center 


Ann  Hamilton    Installation  at  the  Whitney  Museum  of  American  Art  at  Philip  Morris 


Eric  Orr    Installation  at  the  Whitney  Museum  of  American  Art  at  Equitable  Center 


Whitney  Museum  of  American  Art  at  Philip  Morris 

120  Park  Avenue 

New  York,  New  York  10017 

{in)  878-2550 

Gallery  Hours 

Monday— Saturday,  11:00  a.m.— 6:00  p.m. 
Thursday,  11:00  a.m. -7:30  p.m. 

Sculpture  Court  Hours 

Monday-Saturday,  7:30  a.m. -9:30  p.m. 
Sunday,  11:00  a.m. -7:00  p.m. 
Free  admission 

Gallery  Talks 

Monday,  Wednesday,  Friday,  12:30  p.m. 
Tours  by  appointment 


The  Museum  and  its  programs  are  funded  by  Philip  Morris  Companies  Inc. 


